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INFO OCT-01 EUR- 1 2 ISO-OO FBOE-OO A-01 SYE-00 /019W 

108341 290813Z/17 

P 290753Z APR 78 
FM AMCONSUL LENINGRAD 
TO SECSTATE WASHDC PRIORITY 4243 
INFO AMEMBASSY MOSCOW 
AMCONSUL FRANKFURT 


LIMITED OFFICIAL USE LENINGRAD 01297 

E.O. 11652: N/A 
TAGS: ASEC, NSU, ABLD 

SUB J : FIREALARM INSTALLATION AND ATTIC PLUMBING PROIECT 
REF: A. STATE 094128, B. STATE 105739, C. STATE 086420 

1 . LATEST COMMUNICATION FROM FBO INDICATES CONTRACT FOR INSTALLATION 
OF FIREALARM IN NON-SENSITIVE AREAS HAS YET TO BE CONCLUDED. SINCE 

IT IS IMPERATIVE THAT ALL WORK BE DONE AT THE SAME TIME, TEAM ARRIVAL 
DATES MUST BE COORDINATED THROUGH FBO TO ENSURE JOINT ARRIVAL OF 
CONTRACTOR AND SEABEE TEAM. 

2. FOLLOWING MATERIAL LISTED IN REFTEL A HAS BEEN RECEIVED; 500 EA. 

ONE HALF INCH EMT STRAPS; 500 EA. ONE HALF INCH COMPRESSION BOX 
CONNECTORS. 

3. MATERIAL IN REFTEL A NOT REPEAT NOT RECEIVED: 40 EA. 1.91 K. OHM 
EOLR; 3 EA. 910 OHM RESISTOR 200 FEET ONE HALF INCH EMT CONDUIT. 

4. HYATT CONNECRS WEREORDERED FROM RTC FRANKFURT BUT HAVE NOT 
BEEN RECEIVED 4/28/78. 

5. ADVISE STATUS OF USDA SHIPMENT LISTED IN PARA 2 OF REFTEL C. IS 
THIS THE SAME MATERIAL LISTED IN REFTEL A, PARA 2? VERIFY THROUGH 
LIMITED OFFICIAL USE 
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FBO ALL TYPES AND QUANTITIES OF MATERIAL SHIPPED. 

6. GOVT. QUARTERS AVAILABLE. WILL BE ONE EACH, TWO ROOM TDY APART 
MENTWITH KITCHEN ANDBATH. 

7. RAMSET CHARGES/FASTENERS AND LADDERS ARE AVAILABLE ATPOST. 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 

8. SINCE ORIGINAL ESTIMATE FOR FIREALARM INSTALLATION WAS 120 
MANDAYS, PLEASE ADVISE POSTOF NEW ESTIMATE FOR COMBINATION OF SEABEE/ 

CONTRACTOR SUPPORT. 

9. ATTIC PLUMBING PROJECT SHOULDBEGIN ON JUNE 1 . ANDBE COMPLETED 
BY SEPT. 1. ESTIMATE REQUIRED MANPOWER OF OMEN FOR 60 DAYS OR 
120 MANDAYS. BUCHANAN 
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